TOWER FUEL STOP 

1-40 & Exit 114 

Groom, TX 79039 • 806/248-6221 

Look for the leaning water tower! 

What holds it up? - No cables or 
concrete support - 
24-hr Diesel Service - Flats 
Snacks, Groceries, Souvenirs 

Color by Larry Coon rod 
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